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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 036567 
ORIGIN HEW-06 

INFO OCT-OI EUR-I2 ISO-00 OES-06 /025 R 

DRAFTED BY DHEW/FDA: JRWEINROTH, MD.:CCK 
APPROVED BY OES/APT/BMP: WJWALSH, III 
DHEW/PHS/OASH/OIH: RFISCHER 
EURAVE:JFDOBBINS(INFO) 

172001 082558/46 

R 171912ZFEB 77 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

UNCLAS STATE 036567 

E.O. 11652: N/A 

TAGS: OTRA, OCON, TBIO, ER 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL 

MEETING 

1 . FDA ADVISES THAT JOHN C. VILLEORTH, DIRECTOR, BUREAU 
OF RADIOLOGICAL HEALTH WILL BE IN PARIS, FRANCE APRIL 22- 
MAY 1, 1977. MR. VILLEORTH WILL ATTEND THE 4TH CONGRESS 

OF THE INTERNATIONAL RADIATION PROTECTION ASSOCIATION AND 
WILL ACT AS CHAIRMAN OF THE SCIENTIFIC PROGRAM COMMITTEE. 

2. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. 

HARTMAN 


UNCLASSIFIED 
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